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Message Text 

UNCLASSIFIED 

PAGE 01 ANKARA 03649 I20053Z 
ACTION SCS-05 

INFO OCT-OI ISO-00 SSO-00 DODE-00 /006 W 

I20059Z 036645 /62 

O I200I5Z MAY 77 ZZK 
FM AMEMBASSY ANKARA 
TO SECSTATE WASHDC NIACT IMMEDIATE 7477 
2ND AIR EVAC RHEIN MAIN GE/ZZK 

UNCLAS ANKARA 3649 

E.O. 1 1652: N/A 
TAGS: 

SUBJECT: REQUEST EOR AIR EVACUATION 

1. JOHN CORKHILL AMERICAN CITIZEN CRITICALLY ILL IN ANKARA. 

HE IS 70 YEARS OF AGE WITH HISTORY OF HEART DISEASE. POSSIBLE 
DIAGNOSIS TYPHUS. DEPARTMENT PLEASE AUTHORIZE 2ND AIR EVAC 
RHEIN MAIN GERMANY TO DIVERT MEDEVAC PLANE TO 

PICK UP CORKHILL IN ANKARA AND TAKE HIM TO INCIRLIK TURKEY. 

OUR UNDERSTANDING IS THAT A MEDEVAC PLANE IS AVAILABLE 0600 
ANKARA TIME. CONSEQUENTLY WOULD APPRECIATE IMMEDIATE NOTIFICATION 
OF 2ND AIR EVAC AT RHEIN MAIN. 

2. ACTION OEFICER IN ANKARA IS ALBERT FRANCIS. 

HE CAN BE CONTACTED AT EMBASSY EXTENSION 241. 

3. AMBASSADOR CONCURS. 

MACOMBER 


UNCLASSIFIED 
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